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UNCLASSIFIED POSS DUPE 
PAGE 01 MONROV 04000 11I51IZ 
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ACTION PM-03 

INFO OCT-OI AF-06 ISO-00 DODE-00 OC-05 CCO-00 /0I5 W 

016803 

R 1II435Z JUL 75 
FM AMEMBASSY MONROVIA 
TO NAVELEXSYSENGCEN GREAT LAKES ILL 
INFO SECSTATE WASHDC 6345 

UNCLAS MONROVIA 4000 

E.O. 1 1652: N/A 

TAGS: MARR, ELEC.LI 

SUBJECT: EOLDED COAXIAL ANTENNAS 

FROM ROICC, LIBERIA 

1 . THE TWO SUBJECT ANTENNAS REQUIRED AT BOTH THE MONITOR SITE 
ON THE 150 FOOT TOWER AND TRANSMITTER SITE ON THE 80 FOOT TOWER 
HAVE BEEN INSTALLED, EXCEPT AS QUALIFIED IN ITEM 2. 

2. THE DIRECTOR (SHORT) ROD FOR ANTENNA UNIT TAD 6095A AT THE 
MONITOR SITE IS MISSING AND A REPLACEMENT PART IS REQUIRED. 
PLEASE 

FORWARD REPLACEMENT PART A.S.A.P. EOR INSTALLATION BY THE 
CONTRACTOR OR THE NAVELEX INSTALLATION TEAM. 
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